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WS1 & WS2 


EVC 6479+68.43 



TIE IN TO SUBSECTION WS1 AND WS2 
END STA 6511+99.19 (WSl ) 

END STA 6468+32.91 (WS2) 

START STA 6799+52.59 (62) 

N 2333466.120 
E 6219746.980 
S 44° 16' 2r'E 


0.019 % 


At 


B2 

BVC 6804+47.82 



TOP OF RAIL "B2" LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 200'-0" 



6800+00 

ELEVATION 

SCALE 1" = 40' 



"B2" LINE 



L<d L<d 


TYPICAL SECTION 

SCALE: 1" = 10' 


NOTE: 

1. PILE LENGTH TO BE DETERMINED. 

LEGEND: 

(?) STRUCTURE APPROACH SLAB 
(^ RETAINING WALL 

Ip 0 10 20 AO 0 AO 80 

l"z|0' r'i40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

J. VALENZUELA 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
HAGEMAN ROAD UNDERPASS 
PLAN AND ELEVATION 


SV1891 

scale 

AS SHOWN 

SHEET NO. 

2 OF 2 
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1000 0 

I_ 

I"-I000' 


1000 


2000 


DESIGNED BY 

M. FISHER 


DRAWN BY 

N. HUTTON 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 


12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 


NOT FOR 
CONSTRUCTION 


URS HMM ARLF 




CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 

BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
ALLEN ROAD UNDERPASS 
KEY MAP 


contract no. 

HSR 06-0003 


DRAWING NO. 

SV1892 


AS SHOWN 


1 OF 2 


DESCRIPTION 
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BVC 6804+47.8 2 
/ELEV 368.75 


EVC 6816+47.8 2 
/ELEV 369.64 


-At 


1200'VC 


R/C = 0.009% /STA 


A- 


TOP OF RAIL ''B2" LINE 


NO SCALE 


TOTAL LENGTH OF BRIDGE = 318'-6" (MEASURED ALONG "B2" LINE) 



ELEVATION 



PLAN 

SCALE 1" = 40' 


"B2" LINE 
53'-0" 


47'-2" 


I 

10'-8" , 16'-6" , 10'-8" 


(k 

TRACK 




1 




Ha 



oL 


TOR - 




(L 

TRACK 






'APPROX OG 


A 


-ABUTMENT 

WALL 


-PILASTER 


I I 
I I 
I I 






PILE CAP 




r T 

1 1 

1 

1 

1 

1 ■ 
1 

T 

1 1 

1 1 

1 

1 

1 

DRILLED 

1 

1 


1 1 

1 

r SHAFT, TYP 

1 


1 1 

1 

1 

1 

1 

1 LENGTH TO BE 

1 DETERMINED 

1 

1 

1 

1 



1 

L. 

1 

1 

L. 



TYPICAL SECTION 

SCALE: 1" = 10' 


NOTE: 

1. PILE LENGTH TO BE DETERMINED. 


LEGEND: 

Q STRUCTURE APPROACH SLAB 


10 0 

r=iO' 


20 AO 0 

I 

r'=40' 


AO 


80 


DESCRIPTION 


DESIGNED BY 

M. FISHER 


DRAWN BY 

J. VALENZUELA 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 


12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 


NOT FOR 
CONSTRUCTION 


URS HMM ARLP 




CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 

BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
ALLEN ROAD UNDERPASS 
PLAN AND ELEVATION 


contract no. 

HSR 06-0003 


DRAWING NO. 

SV1893 


AS SHOWN 


2 OF 2 
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1000 0 1000 2000 


I"-I000' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


M. FISHER 

DRAWN BY 

N. HUTTON 


RECORD SET 15% 
DESIGN SUBMISSION 


CHECKED BY 

A. ARMSTRONG 


IN charge 


R. COFFIN 

DATE 

12/31 /I 3 


NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
KEY MAP 


SV2700 

scale 

AS SHOWN 

SHEET NO. 

1 OF 57 


DESCRIPTION 
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EVC 6932+47.8 2 
/ELEV 406.89 


BVC 6942+65.2 3 
/ELEV 424.47 


/\ ^ 1 .728 % 


BB- 


TOP OF RAIL "B2" LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 


120 '- 0 " 

120 '- 0 " 

120 '- 0 " 

120 '- 0 " 

120 '- 0 " 

120 '- 0 " 

120 '- 0 " 

120 '- 0 " 
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r“r“i~r 
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TOP OF RAIL 




■ rS “ r t' 

kJ kJ approx og 


T 1 


BENT 2 


BENT 3 


k-|-rn 


BENT 4 


TOP OF PARAPET- 


I 


3 


k-r- 


BENT 5 


k-r- 


BENT 6 


E 


k-|- 

' k ' k 

BENT 7 


-EXPANSION 
JOINT, TYP 


k-i- 


BENT 8 


O 
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d 

o c\j 
+ o 
o r- 

^ CM 

(T> > 
{/) 

< d 

I- z 

CO 


-I < 
cr 
n: Q 
(_> 


DATUM ELEV = 300.00^ 


6930+00 


6935+00 

ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


NOTES 

1 . NOT ALL PILES SHOWN 


2 . 


PILE LENGTH TO BE 
DETERMINED 


3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


6940+00 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 



R = 19508.25' 

-I < 
q: 

A = 50° 11' 03, 

X o 
u 

T = 9135.1' 

1— 

< 

L = 17086.9' 



DESCRIPTION 


DESIGNED BY 

M. FISHER 


DRAWN BY 

N. HUTTON 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 


12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 


NOT FOR 
CONSTRUCTION 



URS HMM ARUP 



CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/rV 


CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 

BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


CONTRACT NO. 

HSR 06-0003 


DRAWING NO. 

SV2701 


AS SHOWN 


SHEET NO. 

2 OF 57 
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BVC 6942+65.2 3 
/ELEV 424.47 


EVC 6992+65.2 3 
/ELEV 470.08 


-V 


5000' VC 


R/C 


-0.033% /STA 


-V 


TOP OF RAIL "B2" LINE 


NO SCALE 



o 

o 

o 

s5; 


_l < 

cr 

(_> 


DATUM ELEV = 300.00 


6940+00 


6945+00 

ELEVATION 

SCALE 1" = 40' 


6950+00 



PLAN 

SCALE 1" = 40' 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT" 

CURVE DATA 


R = 19508.25' 

A = 50° 11'03.7" 
T = 9135.1 ' 

L = 17086.9' 


40 

l"=40' 


40 


80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

1 2/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2702 

scale 

AS SHOWN 

SHEET NO. 

3 OF 57 
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BVC 6942+65.2 3 
ELEV 424.47 




5000^ VC _ 

R/C = -0.033% /STA 




EVC 6992+65.2 3 
/ELEV 470.08 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 



o 

o 


o 

o 

+ o 
o 1^ 

(\j 

(T> > 
tD C/) 


< d 



— ^ 
-I < 


cr 
j: q 
(_> 

I— 
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6950+00 


6955+00 


6960+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



PROP OSED HSR R OW_ ^ 


- 1 -- 


-6^ 


j 


PROPOSED HSR ROW 


o ^ 
+ o 
O r- 
^ CM 
(Ti > 
CD LT) 

< d 

1- z 

I/) 


—I < 

cr 

X Cl 
(_) 


PLAN 

SCALE 1" = 40' 


LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT' 

CURVE DATA 



R = 19508.25' 

A = 50° 11'03.7" 
T = 91 35.1' 

L = 17086.9' 


AO 0 AO 80 

I I I I 

r--A0' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

1 2/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2703 

scale 

AS SHOWN 

SHEET NO. 

4 OF 57 
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BVC 6942+65.2 3 
/ELEV 424.47 


EVC 6992+65.2 3 
/ELEV 470.08 


"V 


5000' VC 


R/C 


-0.033% /STA 


"V 


TOP OF RAIL "B2" LINE 


NO SCALE 



DATUM ELEV = 300.00 


o 

o 

d 

o lD 
+ o 
o 1^ 

1^ CM 
(T> > 
{/) 

< d 

I- z 

CO 


-I < 
cr 
n: Q 
(_> 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


6960+00 


6965+00 


6970+00 


ELEVATION 

SCALE 1" = 40' 




PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT' 


CURVE DATA 



R = 19508.25' 

A = 50° 11' 03.7" 
T = 9135.1' 

L = 17086.9' 


40 0 40 80 

I I I I 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

1 2/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2704 

scale 

AS SHOWN 

SHEET NO. 

5 OF 57 
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BVC 6942+65.2 3 
/ELEV 424.47 


EVC 6992+65.2 3 
/ELEV 470.08 




5000' VC 


R/C = -0.033% /STA 


"V 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 


SIMPLE SPANS 


MSS OR FLPM 





TOP OF 

RAIL ''B2" LINE 




CONTINUOUS SPANS- 

BCC - PRECAST 

IN-SITU 





NO SCALE 




STEEL TRUSS 

INSITU, SLID 

OR LAUNCHED 









ELEVATED SLABS - 

PC BEAM AND 




TOTAL LENGTH OF BRIDGE 

= 49628'-10" (MEASURED ALONG "B2" LINE) 





INSITU SLAB 

120'-0" 

lOO'-O" 

lOO'-O" 

lOO'-O" lOO'-O" 

lOO'-O" lOO'-O" 

120'-0" 

120'-0" 

120'-0" 
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BENT 33 
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-- APPROX OG 

BENT 34 BENT 35 




EXPANSION 
JOINT, TYP 




BENT 36 


BENT 37 


BENT 38 


BENT 39 


BENT 40 


BENT 41 
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+ o 

O 1^ 

00 Og 

(T> > 
{/) 

< d 

I- z 

CO 


-I < 
cr 
n: Q 
(_> 


DATUM ELEV = 300.00 


6970+00 


6975+00 

ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


DETERMINED 

5. ACCESS STAIRWAYS ARE 

PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


6980+00 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT" 

CURVE DATA 

V 


R = 19508.25' 

A = 50° 11' 03.7" 
T = 9135.1' 

L = 17086.9' 



DESCRIPTION 


DESIGNED BY 

M. FISHER 


DRAWN BY 

N. HUTTON 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 


12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 


NOT FOR 
CONSTRUCTION 



URS HMM ARUP 



CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/rV 


CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 

BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


CONTRACT NO. 

HSR 06-0003 


DRAWING NO. 

SV2705 


AS SHOWN 


SHEET NO. 

6 OF 57 
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BVC 6942+65.2 3 
/ELEV 424.47 


EVC 6992+65.2 3 
/ELEV 470.08 




5000' VC 


R/C 


-0.0337. /STA 


"V 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 


o 

o 

d 

O 1^ 

+ o 
o r- 

CT> CM 

(T> > 
{/) 
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I- z 

CO 


-I < 
cr 
n: Q 
(_> 


6980+00 


6985+00 


6990+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 


CURVE DATA 



R = 19508.25' 

A = 50° 11' 03.7" 
T = 9135.1' 

L = 1 7086.9' 


40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2706 

scale 

AS SHOWN 

SHEET NO. 

7 OF 57 
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NOTES 


EVC 6992+65.23 
/ELEV 470.08 


At 


0.097 % 


TOP OF RAIL "B2" LINE 

NO SCALE 



o 
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O 00 
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O 1^ 
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o > 
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I- z 
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cr 
n: Q 
(_> 


DATUM ELEV = 300.00 


6990+00 


6995+00 


7000+00 


1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 



LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT". 

CURVE DATA 



R = 19508.25' 

A = 50° 11'03.7" 
T = 9135.1' 

L = 1 7086.9' 


40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


M. FISHER 

DRAWN BY 

N. HUTTON 


RECORD SET 15% 
DESIGN SUBMISSION 


URS HMM ARLF 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 

DATE 


DESCRIPTION 


12/31 /I 3 


NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2707 

scale 

AS SHOWN 

SHEET NO. 

8 OF 57 
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EVC 6992+65.2 3 
/ELEV 470.08 


NOTES 

1 . NOT ALL PILES SHOWN 


At 


0.097 % 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 


7000+00 


7005+00 

ELEVATION 

SCALE 1" = 40' 


o 
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o <r> 
+ o 
o 1^ 

(NJ 

o > 
{/) 
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I- z 

CO 


— ^ 
-I < 
cr 
n: Q 
(_> 



PLAN 

SCALE 1" = 40' 


2 . 


PILE LENGTH TO BE 
DETERMINED 


7010+00 


3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 

R = 19508.25' 

A = 50° 11' 03.7" 

T = 9135.1' 

L = 1 7086.9' 



REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2708 

scale 

AS SHOWN 

SHEET NO. 

9 OF 57 
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EVC 6992+65.2 3 
/ELEV 470.08 


At 


0.097 % 


TOP OF RAIL "B2" LINE 

NO SCALE 


DATUM ELEV = 300.00 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


7010+00 


7015+00 


7020+00 



LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT". 

CURVE DATA 


R = 19508.25' 

A = 50° 11' 03.7" 
T = 9135.1' 

L = 17086.9' 

40 

I 

r'=40' 


40 


80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2709 

scale 

AS SHOWN 

SHEET NO. 

10 OF 57 
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NOTES 


EVC 6992+65.2 3 
/ELEV 470.08 


At 


0.097 7. 


TOP OF RAIL "B2" LINE 

NO SCALE 

TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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ro CM 
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I- z 
CO 
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cr 
j: q 
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DATUM ELEV = 300.00 


7020+00 


7025+00 


1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


7030+00 


ELEVATION 

SCALE 1" = 40' 



LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 


CURVE DATA 



R = 19508.25' 

A = 50° 11' 03.7" 

T = 9135.1' 

L = 1 7086.9' 

40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


M. FISHER 

DRAWN BY 

N. HUTTON 


RECORD SET 15% 
DESIGN SUBMISSION 


URS HMM ARUP 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 

DATE 


DESCRIPTION 


12/31 /I 3 


NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2710 

scale 

AS SHOWN 

SHEET NO. 

11 OF 57 
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EVC 6992+65.2 3 
/ELEV 470.08 


At 


0.097 % 


TOP OF RAIL "B2" LINE 


NO SCALE 
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o c\j 
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^ CM 
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DATUM ELEV = 300.00 


7030+00 


7035+00 

ELEVATION 

SCALE 1" = 40' 


7040+00 
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O (vj 
+ ^ 
O r- 
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1^ (/) 
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1- z 

CO 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 

V 


-I < 
q: 

R = 19508.25' 

I o 
u 

1— 

<t 

A = 50° 11'03 


T = 9135.1 ' 

L = 17086.9' 


PLAN 

SCALE 1" = 40' 



REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2711 

scale 

AS SHOWN 

SHEET NO. 

12 OF 57 
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EVC 6992+65.2 3 
/ELEV 470.08 


NOTES 

1 . NOT ALL PILES SHOWN 


At 


0.097 % 


TOP OF RAIL "B2" LINE 

NO SCALE 
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O ro 
+ ^ 
O 1^ 
LT) og 
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cr 
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DATUM ELEV = 300.00 


7040+00 


7045+00 

ELEVATION 

SCALE 1" = 40' 
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2 . 


PILE LENGTH TO BE 
DETERMINED 


7050+00 


3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 

V 


R = 19508.25' 

A = 50° 11' 03.7" 
T = 9135.1' 

L = 1 7086.9' 


PLAN 

SCALE 1" = 40' 



REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2712 

scale 

AS SHOWN 

SHEET NO. 

13 OF 57 
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BVC 7106+52.1 6 
/ELEV 481.09 


0.097 % 


At 


TOP OF RAIL "B2" LINE 


NO SCALE 



o 
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cr 
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DATUM ELEV = 300.00 


7050+00 


7055+00 

ELEVATION 

SCALE 1" = 40' 



NOTES 

1 . NOT ALL PILES SHOWN 


2 . 


PILE LENGTH TO BE 
DETERMINED 


7060+00 


3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 


R = 19508.25' 

A = 50° 11'03.7" 
T = 9135.1' 

L = 17086.9' 



REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2713 

scale 

AS SHOWN 

SHEET NO. 

14 OF 57 
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NOTES 


0.097 •/. 




BVC 7106+52.1 6 
/ELEV 481.09 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 



o 

o 


o 

o lD 
+ ^ 
o 1^ 

1^ CM 
O > 
{/) 


< d 



-I < 
cr 


n: Q 
(_> 

I— 
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7060+00 


7065+00 


7070+00 


1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 

CURVE DATA 



R = 19508.25' 

A = 50° 11' 03.7" 
T = 9135.1' 

L = 17086.9' 


40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


M. FISHER 

DRAWN BY 

N. HUTTON 


RECORD SET 15% 
DESIGN SUBMISSION 


URS HMM ARUP 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 

DATE 


DESCRIPTION 


12/31 /I 3 


NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2714 

scale 

AS SHOWN 

SHEET NO. 

15 OF 57 
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NOTES 


BVC 7106+52.1 6 
/ELEV 481.09 


0.097 % 


At 


TOP OF RAIL "B2" LINE 

NO SCALE 



o 
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o <s> 
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O 1^ 
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I- z 
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cr 
n: Q 
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DATUM ELEV = 300.00 


7070+00 


7075+00 


7080+00 


1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


M. FISHER 

DRAWN BY 

N. HUTTON 


RECORD SET 15% 
DESIGN SUBMISSION 


URS HMM ARUP 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 

DATE 


DESCRIPTION 


12/31 /I 3 


NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2715 

scale 

AS SHOWN 

SHEET NO. 

16 OF 57 
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NOTES 


BVC 7106+52.1 6 
/ELEV 481.09 


0.097 % 


At 


TOP OF RAIL "B2" LINE 

NO SCALE 
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O 1^ 
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o r- 

CT> CM 

o > 
{/) 
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I- z 

CO 


-I < 
cr 
n: Q 
(_> 


DATUM ELEV = 300.00 


7080+00 


7085+00 


7090+00 


1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


M. FISHER 

DRAWN BY 

N. HUTTON 


RECORD SET 15% 
DESIGN SUBMISSION 


URS HMM ARUP 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 

DATE 


DESCRIPTION 


12/31 /I 3 


NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2716 

scale 

AS SHOWN 

SHEET NO. 

17 OF 57 
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BVC 7106+52.1 6 
/ELEV 481.09 


0.097 % 


At 


TOP OF RAIL "B2" LINE 


NO SCALE 



DATUM ELEV = 300.00 
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7090+00 


7095+00 


7100+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 


CURVE DATA 



R = 19680.00' 

A = 06° 54' 55.9" 

T = 1 1 89.1 ' 

L = 2375.4' 

40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2717 

scale 

AS SHOWN 

SHEET NO. 

18 OF 57 
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0.097 7. 





BVC 7106+52.1 6 
ELEV 481.09 


780' VC 

R/C = -0.0427. /STA 


EVC 71 14 + 32.1 6 
/ELEV 480.58 


TOP OF RAIL "B2" LINE 

NO SCALE 
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O r- 
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cr 
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7100+00 


7105+00 


7110+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT". 

CURVE DATA 



R = 19680.00' 

A = 06° 54' 55.9" 

T = 1 1 89.1 ' 

L = 2375.4' 

AO 0 AO 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2718 

scale 

AS SHOWN 

SHEET NO. 
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BVC 7106+52.1 6 
/ELEV 481.09 


EVC 7114+32.1 6 
/ELEV 480.58 


780' VC 


R/C = -0.042% /STA 


TOP OF RAIL "B2" LINE 

NO SCALE 


DATUM ELEV = 300.00 


7110+00 


7115+00 

ELEVATION 

SCALE 1" = 40' 




-0.228 % 
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PLAN 

SCALE 1" = 40' 


NOTES 

1 . NOT ALL PILES SHOWN 


2 . 


PILE LENGTH TO BE 
DETERMINED 


7120+00 


3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT" 

CURVE DATA 


R = 19680.00' 

A = 06° 54' 55.9" 
T = 1 1 89.1 ' 

L = 2375.4' 



REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2719 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7114+32.1 6 
ELEV 480.58 




-0.228 •/. 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 
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7120+00 


7125+00 


7130+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT". 

CURVE DATA 



R = 19680.00' 

A = 06° 54' 55.9" 

T = 1189.1' 

L = 2375.4' 

AO 0 AO 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2720 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7114+32.16 



-0.228 % 



DATUM ELEV = 300.00 
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7130+00 


7135+00 


7140+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



o 

o 



< d 



— ^ 
-I < 


DC 
X Q 
O 
I— 

< 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 


PLAN 

SCALE 1" = 40' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2721 

scale 

AS SHOWN 

SHEET NO. 

22 OF 57 
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EVC 7114+32.1 6 
ELEV 480.58 




-0.228 % 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 
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7140+00 


7145+00 


7150+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 


PLAN 

SCALE 1" = 40' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2722 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7114+32.1 6 
/ELEV 480.58 




-0.228 % 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 
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7150+00 


7155+00 


7160+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 
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PLAN 

SCALE 1" = 40' 


LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2723 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7114+32.1 6 
/ELEV 480.58 


"V 


-0.228 % 


TOP OF RAIL "B2" LINE 

NO SCALE 
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DATUM ELEV = 300.00 


7160+00 


7165+00 


7170+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 
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LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 


PLAN 

SCALE 1" = 40' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2724 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7114 + 32.1 6 
/ELEV 480.58 


NOTES 

1 . NOT ALL PILES SHOWN 


"V 


2 . 


-0.228 % 


TOP OF RAIL "B2" LINE 

NO SCALE 



DATUM ELEV = 300.00 


7170+00 


7175+00 

ELEVATION 

SCALE 1" = 40' 
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7180+00 


PILE LENGTH TO BE 
DETERMINED 


3. SUPERSTRUCTURE CONSTRUCTION, UON 


SIMPLE SPANS 
CONTINUOUS SPANS- 


STEEL TRUSS 
ELEVATED SLABS 


MSS OR FLPM 
BCC - PRECAST 
IN-SITU 
INSITU, SLID 
OR LAUNCHED 
PC BEAM AND 
INSITU SLAB 


5. 


UTILITY LOCATIONS TO BE 
DETERMINED 

ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 
RETAINING WALL 
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ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 
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A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 
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DRAWING NO. 
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H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
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BVC 7243+65.0 1 
/ELEV 451 .14 


-0.228 % 


"V 


TOP OF RAIL "B2" LINE 

NO SCALE 

TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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ELEVATION 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 
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DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 
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DRAWING NO. 
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BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 
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BVC 7243+65.0 1 
/ELEV 451.14 


-0.228 7. 


"V 


TOP OF RAIL "B2" LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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DATUM ELEV = 300.00 


7190+00 


7195+00 


7200+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 
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12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 
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NO SCALE 
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7200+00 


7205+00 


7210+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 
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A = 03° 29' 24.7" 
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CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 

CURVE DATA 



R = 23508.34' 

A = 03° 29' 24.7" 
T = 716.2' 

L = 1432.0' 
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RECORD SET 15% 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 
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BVC 7243+65.0 1 
ELEV 451 .14 


TOP OF RAIL LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628^-10" (MEASURED ALONG "B2" LINE) 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 
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4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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N. HUTTON 

CHECKED BY 

A. ARMSTRONG 
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R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 
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DRAWING NO. 
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ALIGNMENT B2 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 
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BY 
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DESIGNED BY 


DESCRIPTION 
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DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
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PLAN AND ELEVATION 
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33 OF 57 





































































































































































































































































































































































f rank, pa I er mo 1 2/20/201 3 4:43 M 2 PM c:\pwworking\hmm\external \frank.palermo01 -arup.com\dms71 887\FB-SV-2733-B2.dgn 


BVC 7243+65.0 1 
/ELEV 451.14 


EVC 7253+65.01 
/ELEV 450.00 


NOTES 

1 . NOT ALL PILES SHOWN 




1000' VC 


R/C = 0.023% /STA 




0 . 000 % 


TOP OF RAIL “62“ LINE 


NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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LEGEND: 

(T) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT' 
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DESCRIPTION 
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N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2733 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7253+65.0 1 
/ELEV 450.00 


NOTES 

1 . NOT ALL PILES SHOWN 
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7260+00 


7265+00 
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PLAN 

SCALE 1" = 40' 


2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

(T) STRUCTURE APPROACH SLAB 

(D RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT" 


AO 0 

l"=40' 


40 


80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2734 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7253+65.0 1 
/ELEV 450.00 


NOTES 

1 . NOT ALL PILES SHOWN 
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TOP OF RAIL “62“ LINE 


NO SCALE 
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2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


7270+00 


7275+00 


7280+00 



PLAN 

SCALE 1" = 40' 



LEGEND: 

(T) STRUCTURE APPROACH SLAB 

(D RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 


40 0 40 80 


l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2735 

scale 

AS SHOWN 

SHEET NO. 
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0.000 % 


-\- 

TOP OF RAIL LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628^-10" (MEASURED ALONG "B2" LINE) 


BVC 7316+71.3 2 
/ELEV 450.00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 


3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 
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BENT 289 


BENT 290 


BENT 291 
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BENT 293 


BENT 294 
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4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 



DATUM ELEV 

= 300.00 ^ 

I \ 

I I 1 

7280+00 


7285+00 


7290+00 


ELEVATION 



PLAN 

SCALE 1" = 40' 




cr 
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LEGEND: 

(T) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT' 


AO 0 AO 80 


r--A0' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2736 

scale 

AS SHOWN 

SHEET NO. 
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BVC 7316+71.3 2 
/ELEV 450.00 
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TOP OF RAIL "B2" LINE 


NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

A, UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 

PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 
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LEGEND: 

(T) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT' 


AO 0 AO 80 


r--A0' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2737 

scale 

AS SHOWN 

SHEET NO. 
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BVC 7316+71.3 2 
/ELEV 450.00 
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NO SCALE 
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DATUM ELEV = 300.00 - 


7300+00 


7305+00 

ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 


SIMPLE SPANS 
CONTINUOUS SPANS- 


STEEL TRUSS 
ELEVATED SLABS 


MSS OR FLPM 
BCC - PRECAST 
IN-SITU 
INSITU, SLID 
OR LAUNCHED 
PC BEAM AND 
INSITU SLAB 


4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


7310+00 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 


R = 33008.25' 

A = 04° 48' 31.6" 
T = 1386.0' 

L = 2770.3' 



DESCRIPTION 


DESIGNED BY 

M. FISHER 


DRAWN BY 

N. HUTTON 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 


12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 


NOT FOR 
CONSTRUCTION 



URS HMM ARUP 



CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/rV 


CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 

BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


CONTRACT NO. 

HSR 06-0003 


DRAWING NO. 

SV2738 


AS SHOWN 


SHEET NO. 
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BVC 7316+71.32 
/ELEV 450.00 
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7310+00 


7315+00 


7320+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



E CALIFORNIA AVE 


LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT". 

CURVE DATA 



R = 33008.25' 

A = 04° 48' 31.6" 
T = 1386.0' 

L = 2770.3' 


PLAN 

SCALE 1" = 40' 


40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2739 

scale 

AS SHOWN 

SHEET NO. 
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BVC 7316+71.3 2 
/ELEV 450.00 


EVC 7328+71.3 2 
/ELEV 453.58 


"V 


1200' VC 


R/C = 0.050% /STA 


TOP OF RAIL "B2" LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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7320+00 


7325+00 

ELEVATION 


SCALE 1" = 40' 



SCALE 1" = 40' 


NOTES 

1 . NOT ALL PILES SHOWN 


2 . 


PILE LENGTH TO BE 
DETERMINED 


3. SUPERSTRUCTURE CONSTRUCTION, UON 


SIMPLE SPANS 
CONTINUOUS SPANS- 


STEEL TRUSS 
ELEVATED SLABS 


MSS OR FLPM 
BCC - PRECAST 
IN-SITU 
INSITU, SLID 
OR LAUNCHED 
PC BEAM AND 
INSITU SLAB 


5. 


UTILITY LOCATIONS TO BE 
DETERMINED 

ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


7330+00 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT" 

CURVE DATA 

<g) 

R = 33008.25' 

A = 04° 48' 31.6" 

T = 1386.0' 

L = 2770.3' 



DESCRIPTION 


DESIGNED BY 

M. FISHER 


DRAWN BY 

N. HUTTON 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 


12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 


NOT FOR 
CONSTRUCTION 



URS HMM ARUP 



CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/rV 


CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 

BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


CONTRACT NO. 

HSR 06-0003 


DRAWING NO. 

SV27410 


AS SHOWN 


SHEET NO. 
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/ELEV 453.58 
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TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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7330+00 


7335+00 

ELEVATION 


7340+00 
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PLAN 

SCALE 1" = 40' 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 


R = 33008.25' 

A = 04° 48' 31.6" 
T = 1386.0' 

L = 2770.3' 



REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2741 

scale 

AS SHOWN 

SHEET NO. 
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NOTES 


EVC 7328+71.3 2 
/ELEV 453.58 


"V 


0.596 % 


TOP OF RAIL "B2" LINE 


NO SCALE 



o 
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o 

+ ^ 




_i < 

cr 

(_> 


DATUM ELEV = 300.00 




7340+00 


7345+00 


1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


7350+00 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


o 

o 

o 

s 



_l 

q: 


o 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


M. FISHER 

DRAWN BY 

N. HUTTON 


RECORD SET 15% 
DESIGN SUBMISSION 


URS HMM ARUP 


CHECKED BY 

A. ARMSTRONG 


IN charge 

R. COFFIN 

DATE 


DESCRIPTION 


12/31 /I 3 


NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2742 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7328+71.3 2 
/ELEV 453.58 


"V 


TOP OF RAIL "B2" LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 


TOP OF RAIL 


TOP OF PARAPET 


EXPANSION 
JOINT, TYP 




h-r-h-rn^ 

APPROX OG 
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DATUM ELEV = 300.00 




NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


7350+00 


7355+00 


7360+00 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 
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LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2743 

scale 

AS SHOWN 

SHEET NO. 
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BVC 7402+74.1 5 
ELEV 497.72 


TOP OF RAIL "B2" LINE 

NO SCALE 
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DATUM ELEV = 300.00 




7360+00 


7365+00 


7370+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 


SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2744 

scale 

AS SHOWN 

SHEET NO. 

45 OF 57 
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BVC 7402+74.1 5 
/ELEV 497.72 


0.596 % 


"V 


TOP OF RAIL "B2" LINE 

NO SCALE 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


DATUM ELEV 


300.00 


A 



7370+00 


7375+00 


7380+00 


ELEVATION 

SCALE 1" = 40' 
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PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT' 



80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2745 

scale 

AS SHOWN 

SHEET NO. 
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BVC 7402+74.1 5 
/ELEV 497.72 
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TOP OF RAIL "B2" LINE 


NO SCALE 
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DATUM ELEV = 300.00 




7380+00 


7385+00 

ELEVATION 


7390+00 



PLAN 

SCALE 1" = 40' 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 


R = 20008.33' 

A = 11° 44' 00.5" 
T = 2055.9' 

L = 4097.5' 


40 
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r'=40' 


40 


80 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2746 

scale 

AS SHOWN 

SHEET NO. 

47 OF 57 


















































































































































































































































































































































f rank, pa I er mo 1 2/20/201 3 4:47:56 PM c:\pwworking\hmm\external \frank.palermo01 -arup.com\dms71 887\FB-SV-2747-B2.dgn 


BVC 7402+74.1 5 
/ELEV 497.72 


0.596 % 


"V 


TOP OF RAIL "B2" LINE 

NO SCALE 


TOTAL LENGTH OF BRIDGE = 49628'-10" (MEASURED ALONG "B2" LINE) 
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7390+00 


7395+00 


7400+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT". 

CURVE DATA 



R = 20008.33' 

A = 11° 44' 00.5" 

T = 2055.9' 

L = 4097.5' 

40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2747 

scale 

AS SHOWN 

SHEET NO. 

48 OF 57 















































































































































































































































































































jojo.Valenzuela 1 2/28/2013 1:32M2 PM c:\pwworking\hmm\external\jojo.valenzuela-arup.com\dms71 887\FB-SV-2748-B2.clgn 


BVC 7402+74.1 5 
/ELEV 497.72 


EVC 7414+74.1 5 
/ELEV 500.82 




1200' VC 


R/C = -0.056% /STA 




TOP OF RAIL "B2" LINE 

NO SCALE 
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NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


DATUM ELEV 


300.00 


A 



7400+00 


7405+00 


7410+00 


ELEVATION 

SCALE 1" = 40' 



PLAN 

SCALE 1" = 40' 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 15% DRAFT REPORT' 


CURVE DATA 



R = 20008.33' 

A = 11° 44' 00.5" 

T = 2055.9' 

L = 4097.5' 

40 0 40 80 

l"=40' 


REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH-SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2748 

scale 

AS SHOWN 

SHEET NO. 
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BVC 7402+74.1 5 
/ELEV 497.72 


EVC 7414+74.1 5 
/ELEV 500.82 


At 


1200' VC 


R/C 


-0.0567. /STA 


At 


-0.0807. 


TOP OF RAIL "B2" LINE 


NO SCALE 


DATUM ELEV = 300.00 
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7410+00 


7415+00 

ELEVATION 

SCALE 1" = 40' 


7420+00 


NOTES 

1 . NOT ALL PILES SHOWN 

2. PILE LENGTH TO BE 
DETERMINED 

3. SUPERSTRUCTURE CONSTRUCTION, UON 
SIMPLE SPANS - MSS OR FLPM 
CONTINUOUS SPANS- BCC - PRECAST 

IN-SITU 

STEEL TRUSS - INSITU, SLID 
OR LAUNCHED 
ELEVATED SLABS - PC BEAM AND 
INSITU SLAB 

4. UTILITY LOCATIONS TO BE 
DETERMINED 

5. ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 



LEGEND: 

(j) STRUCTURE APPROACH SLAB 
RETAINING WALL 

X ESTIMATED 100-YEAR FLOOD 
ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 


R = 20008.33' 

A = 11° 44' 00.5" 
T = 2055.9' 

L = 4097.5' 


PLAN 

SCALE 1" = 40' 



REV 


DATE 


BY 


CHK 


APR 


DESIGNED BY 


DESCRIPTION 


M. FISHER 

DRAWN BY 

N. HUTTON 

CHECKED BY 

A. ARMSTRONG 

IN charge 

R. COFFIN 

DATE 

12/31 /I 3 


RECORD SET 15% 
DESIGN SUBMISSION 

NOT FOR 
CONSTRUCTION 




CALIFORNIA HIGH SPEED TRAIN PROJECT 
FRESNO TO BAKERSFIELD 


contract no. 

HSR 06-0003 

DRAWING NO. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TV 


BAKERSFIELD URBAN SUBSECTION 
ALIGNMENT B2 
BAKERSFIELD VIADUCT 
PLAN AND ELEVATION 


SV2749 

scale 

AS SHOWN 

SHEET NO. 
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EVC 7414+74.15 



NOTES 

1 . NOT ALL PILES SHOWN 
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2 . 


PILE LENGTH TO BE 
DETERMINED 


3. SUPERSTRUCTURE CONSTRUCTION, UON 


SIMPLE SPANS 
CONTINUOUS SPANS- 


STEEL TRUSS 
ELEVATED SLABS 


MSS OR FLPM 
BCC - PRECAST 
IN-SITU 
INSITU, SLID 
OR LAUNCHED 
PC BEAM AND 
INSITU SLAB 


5. 


UTILITY LOCATIONS TO BE 
DETERMINED 

ACCESS STAIRWAYS ARE 
PROVIDED AT SYSTEMS SITES 
(APPROX. 2.5 MILE INTERVALS). 
LADDER ACCESS TO VIADUCTS IS 
PROVIDED AT 2500 FT INTERVALS 
WITH ACCESS ROAD AND TURNING 
CIRCLE WHERE NECESSARY. 


LEGEND: 

Q) STRUCTURE APPROACH SLAB 

@ RETAINING WALL 

¥: ESTIMATED 100-YEAR FLOOD 

ELEVATION, SEE "FRESNO TO 
BAKERSFIELD CORRIDOR 
HYDROLOGY, HYDRAULICS AND 
DRAINAGE 157. DRAFT REPORT" 

CURVE DATA 



R = 20008.33' 


> 

II 

o 

O 

O 

1 

T = 2055.9' 

L = 4097.5' 
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"B2" LINE 




I K 

^6'-6" DRILLED 
I SHAFT, LENGTH 

I TO BE DETERMINED 


TYP 


COLUMN DIAMETERS 

HEIGHT TO 
SOFFIT 

DIAMETER 

0-20 

8 FT 

20-40 

10 FT 

40-50 

12 FT 

50-60 

15 FT 

60-80 

20 FT 

80-100 

25 FT 


"B2" LINE 





J 


DRILLED 
I SHAFT, LENGTH 

I TO BE DETERMINED 


TYP 


SECTION A SECTION B 





SCALE: 1 

■■=10' 





SCALE: r^ = 10' 

STA 

6930+70.00 

THROUGH 

6943+71.50 

STA 

7149+77.50 

THROUGH 

7159+57.50 

STA 

6998+53.50 

THROUGH 

7002+93.50 

STA 

6946+93.50 

THROUGH 

6998+53.50 

STA 

7163+77.50 

THROUGH 

7218+97.50 

STA 

7077+73.50 

THROUGH 

7081+83.50 

STA 

7002+93.50 

THROUGH 

7010+13.50 

STA 

7293+67.50 

THROUGH 

7313+17.50 

STA 

7145+57.50 

THROUGH 

7149+77.50 

STA 

7024+13.50 

THROUGH 

7054+13.50 

STA 

7314+37.50 

THROUGH 

7321+97.50 

STA 

7159+57.50 

THROUGH 

7163+77.50 

STA 

7055+33.50 

THROUGH 

7057+73.50 

STA 

7337+97.50 

THROUGH 

7346+17.50 

STA 

7218+97.50 

THROUGH 

7222+77.50 

STA 

7058+93.50 

THROUGH 

7077+73.50 

STA 

7349+77.50 

THROUGH 

7357+17.50 





STA 

7081+83.50 

THROUGH 

7082+83.50 

STA 

7359+57.50 

THROUGH 

7364+37.50 





STA 

7083+83.50 

THROUGH 

7095+65.00 

STA 

7367+97.50 

THROUGH 

7371+47.50 





STA 

7118+96.00 

THROUGH 

7145+57.50 

STA 

7385+37.50 

THROUGH 

7426+98.87 






10 0 10 


I I I 



l"=IO^ 


20 
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"B2" LINE 


COLUMN DIAMETERS 

HEIGHT TO 

DIAMETER 

SOFFIT 


0-20 

8 FT 

20-40 

10 FT 

40-50 

12 FT 

50-60 

15 FT 

60-80 

20 FT 

80-100 

25 FT 



"B2" LINE 



SECTION C 


SCALE: r' = 10' 


STA 7010+13.50 THROUGH 
STA 7017+33.50 THROUGH 
STA 7054+13.50 THROUGH 
STA 7057+73.50 THROUGH 
STA 7082+83.50 THROUGH 
STA 7333+17.50 THROUGH 
STA 7336+77.50 THROUGH 
STA 7346+17.50 THROUGH 
STA 7357+17.50 THROUGH 
STA 7364+37.50 THROUGH 
STA 7371+47.50 THROUGH 


7013+13.50 

7024+13.50 

7055+33.50 

7058+93.50 

7083+83.50 

7335+57.50 

7337+97.50 

7349+77.50 

7359+57.50 

7367+97.50 

7385+37.50 


SECTION D 

SCALE: 1"=10' 


STA 7013+13.50 THROUGH 
STA 7222+77.50 THROUGH 
STA 7290+07.50 THROUGH 
STA 7313+17.50 THROUGH 
STA 7321+97.50 THROUGH 
STA 7335+57.50 THROUGH 


7017+33.50 
7231+07.50 
7293+67.50 
7314+37.50 
7333+17.50 
7336+77.50 
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"B2" LINE 


VARIES 


L^<d 


VARIES 


6'-0" 10'-8" 16'-6" 10'-8" 6'-0" VARIES 



I 

I 

I 

I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I 

I 

I 

I 

I 

I 

I 

I 

H 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I I 

I 

I 

I 

I 

L 


SECTION E 

SCALE: 1"=10' 

STA 7231+07.50 (BENT 245) 
STA 7290+07.50 (BENT 295) 


PILE CAP 


-6'-6" DRILLED 
SHAFT, TYP 
LENGTH TO BE 
DETERMINED 


"B2" LINE 


120'-0' 



b>^J 


L^<d 


L^<d 


b>^J 


b>^J 


SECTION F 

SCALE: 1"=10' 

STA 7251+57.50 THROUGH 7266+57.50 


6'-6" DRILLED 
SHAFT, TYP 
LENGTH TO BE 
DETERMINED 
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"B2" LINE 

I 

VARIES 


VARIES 

16'-0" MIN. 

24'-1 l^^” max. 

1 

16'-6’4" 

25'-0" MAX. 

16'-0" MIN. 

VARIES 


& VARIES 

& VARIES 


& VARIES 

& VARIES 




(L OCS 


I 

ini. 


CLcr 

LiJ< 

Q> 


3'-0" 



1 

1 

1 

1 

1 

1 

1 

/6'-6" DRILLED 

1 

1 

1 

1 

1 

1 

1 

1 

1 



1 

1 

1 

1 

^ SHAFT, TYP. 

1 

1 

1 

1 

1 

1 



1 

1 

1 

1 

LENGTH TO BE 

1 

1 

1 

1 

1 

1 



1 

1 

1 

1 

DETERMINED 

1 

1 

1 

1 

1 

1 



t>^J 


SECTION H 

SCALE: 1"=10' 

STA 7235+67.50 THROUGH 7251+57.50 
STA 7266+57.50 THROUGH 7290+07.50 


"B2" LINE 

I 

VARIES 4r-2" MIN, AA'-^0" MAX 


r 


16'-6" 


i TRACK 


TOR - 






t TRACK 


'P 




Jri 


3'-0" 


-STEEL 
FLOOR BEAM 


VARIES, MAX 277^-0" 


FOOTING VARIES 
PER LOCATION 


SECTION I 

SCALE: r' = 10' 


STA 6943+71.50 THROUGH 6946+93.50 
STA 7095+65.00 THROUGH 7118+96.00 


10 

r'=IO' 


20 
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